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Message Text 



UNCLASSIFIED 

PAGE 01 YAOUND 03709 131124Z 
46 

ACTION AF-10 

INFO OCT-01 ISO-OO EB-06 RSC-01 /018W 

089554 

R 131020Z NOV 74 
FM AMEMBASSY YAOUNDE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4594 
AMCONSUL DOUALA (BY POUCH) 

UNCLAS YAOUNDE 3709 

E.O. 11652: N/A 
TAGS: BEXP, CM 

SUB J : FOREIGN GOVERNMENT TENDER 

1. 742/0 1/T0004 

2. 111274 

3. M. NIOBE-BEA 

4. 741 CAMEROON 

5. Q 

6A. WRITE TO:: 

6B. REPRESENTATION DE LASECNA AU CAMEROUN, B.P. 4063, 

DOUALA, CAMEROON 

DIRECTION GENERALE DE LASECNA, B.P. 3144, DAKAR, SENEGAL 
DELEGATION GENERATE DE LASECNA, 75, RUE LA BOETIE, 

PARIS 8EME, FRANCE 

7— 

8. 12/10/74 12 NOON 

9. 201 

10. 9916101 - AGENCE POUR LA SECURITY DE LA NAVIGATION 
AERIENNE EN AFRIQUE ET MADAGASCAR (ASECNA) ANNOUNCES INTER- 
NATIONAL TENDER FOR COMPLETION INTERIOR AND OUTSIDE FITTINGS 
OF NEW DOUALA INTERNATIONAL AIRPORT. DOSSIERS FOR WORK ARE 
IN TWO LOTS OF 15 CATEGORIES EACH. THE FIRST LOT COMPRISES: 

LUGGAGE CARRIERS, AUTOMATIC ELECTRIC DOORS, INTERNAL TELEPHONE 
NETWORK, BELL CALLING SYSTEM AND TELEVISED ANNOUNCEMENT SYSTEM. 
THE SECOND LOT CALLS FOR: LUGGAGE WEIGHING MACHINERY, ELECTRIC 
CLOCK SYSTEM, AUTOMATIC LUGGAGE LOCKERS, INTERIOR DECORATION 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 YAOUND 03709 131124Z 

AND FURNISHING, FIRE FIGHTING EQUIPMENT, GATE AND AUTOMATIC 
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MACHINERY FOR CAR PARKING, KITCHEN EQUIPMENT, AND EXTERNAL 
LIGHTING. THESE DOSSIERS ARE AVAILABLE FOR 20,000 FRANCS CFA 
(APPROXIMATELY DOLLARS 84) EACH LOT AND PAYABLE TO 
"MONSIERU LE PAYEUR DE L ASECNA". 

1 1 . PROJECT FINANCED BY AFRICAN DEVELOPMENT BANK AND LOCAL 
BUDGET. TOTAL INVESTMENT FOR NEW AIRPORT ABOUT DOLLARS 15 MILLION. 

BUILDING UNDER SUPERVISION PARIS-BASED GRANDS TRAVAUX DE LEST. 

CORRESPONDENCE PREFERRED IN FRENCH. COPY OF TENDER ANNOUNCEMENT 
BEING POUCHED NOVEMBER 14. 

MOORE 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 NOV 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974YAOUND03709 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740327-0218 
From: YAOUNDE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741 145/aaaabmcb.tel 

Line Count: 72 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 NOV 2002 by shawdg>; APPROVED <19-Nov-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BEXP, CM 
To: COM 
Type: TE 
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